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ANNUAL REPORT 



The twenty-seventh annual meeting of the Dante 
Society was held on May 19, 1908, at Shady Hill, 
Cambridge. The usual reports of committees were 
received and acted upon, and the officers were all 
reelected for the ensuing year. 

In the absence of Professor Rand, Mr. Wilkins made 
a report for the editors of the Concordance to the Latin 
works of Dante, expressing the hope that the volume 
might be printed before the end of the year 1909. 
Since the time of the meeting good progress has been 
made, and the completion of the work is not likely to 
be much delayed beyond the date then set. 

Only one essay was submitted for the Dante Prize in 
1908, and this was not adjudged worthy of the award. 

The Librarian has compiled for the present Report a 
list of the accessions to the Dante collection in the 
Harvard Library during the four years from May, 1904, 
to May, 1908. This is followed by an index which 
covers all the similar lists published by the Society 
since Mr. Lane's Dante bibliography of 1890, and 
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which will furnish, it is hoped, a valuable supplement 
to that bibliography and to Mr. Koch's catalogue of 
the Cornell collection. 



Professor Norton, the President of the Society since 
1892, died in Cambridge on October 21, 1908. The 
annual meeting in May, 1909, has been specially as- 
signed by the Council to the consideration of his 
services to Dante studies. 

FRED NORRIS ROBINSON 

Secretary 
April i, 1909 



